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__ln this issue m Architecture as religious expression 


How are elements of religious faith and belief 


expressed through architecture and art histo- 


rically? How does religious expression by design 
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differ among the world’s religions? What are 
some of the recent developments in architectural 


design of religious spaces? 


ite 


Marketing & PR 4 On December 14, Michael Crosbie RA, the 
editor of Faith & Form magazine, brings a wealth 
The Network of personal experience to an exploration of these 

ae af ty wilt questions in the BSA Lecture Series at the Boston 
CRM aemeieg = Public Library. Drawing on his own research and 


f Arch 


travels and on award-winning design of religious 
spaces, Crosbie considers the various ways in 
which religious architecture and art express time- 
less ideas about religious faith and how sacred 
environments respond to changes in the social 


ciety O 


context. 


In addition to his role as editor of Faith & Form, 
Crosbie is a practicing architect with Steven 
Winter Architects in Norwalk, Connecticut 
Deadlines He also writes extensively on a variety of archi- 
i 
Calendar Scop tady . 
seeeneees Crosbie’s presentation on December 14 begins 
at 6:00 pm in the BPL’s Rabb Lecture Hall in { ie 


a 


Copley Square. There is no charge and all are 


welcome h 


Special Events 


Date/Time 


Dec 5-Jan 31 


Exhibit 
M-F, 9:00 am-S:00 pm 
Reception: 


Dec 17, 5—7:00 pm 


December 13 
6:00-9:00 pm 


December 14 
6:00-7:30 pm 


December 22 


6:00 pm? 


Event 

“What Remains” — an exhibit of Christian 
Waeber's haunting nighttime photos of 
construction around Boston complemented 
by images of ancient buildings in his native 


Switzerland (see p. 5) 


“Reception for Foreign Architects” — the BSA 
hosts a special holiday reception for architects 
from other nations currently practicing in Boston 


(see p. 3) 


the BSA Lecture 
Series presentation with Faith & Form editor 


Michael Crosbie Ph.D., RA (see p. 1) 


“Sacred Places/Sacred Spaces” 


“Small Firms Holiday Party” — the annual 
gathering of small-firm principals for festive 
networking and a holiday dinner (see p. 3) 


FLATBLACK... 


AUSTRALIAN FOR ESPRESSO 


FLAT B 


DFFEE 


Location/Sponsor 


The Architects Building 


The Architects Building 


Boston Public Library 


The Rustic Kitchen, 


Cambridge 


LAC K 


FLATBLACK COFFEE COMPANY 
IN THE ARCHITECTS BUILDING... 


ESPRESSO, GOURMET COFFEE, 
STIMULATING CONVERSATIONS ON ARCHITECTURE 


50-52 BROAD STREET, BOSTON 


Cost/RSVP 


Free 


For reservation details, 


Free 


For reservation details, 


see p. 3 


MEP construction 
administration issues are 
described 

E 


administration issues is invited to join us at the BSA 
on December 9 at 8:00 am for the Construction 
Administration Roundtable’s monthly gathering — 
there is no charge and we provide the coffee and 


eryone with an interest in construction- 


bagels. At this session, we focus on the range of 
issues surrounding MEP construction administration 
and all of the players affected by these issues. 


The Construction Administration Roundtable’s in- 
tent is to increase the effectiveness of construction 


administration on all project types. Guest speakers, 
roundtable discussions and other approaches favored 
by those who participate in the network shape the 
group’s agenda, There is always time for Q&A in 
these informal monthly gatherings, which occur on 
the second Friday of each month at 8:00 am at the 


BSA; all members and nonmembers are welcome. .»" 


Claude Lancome, Esq., Chair 
Construction Administration Roundtable 


Residential designers address 
fee-dispute resolution 


Construction law attorney David Hatem of the 
Boston firm of Donovan Hatem is the guest expert 
on December 20 when he explores fee dispute 
resolution for the Residential Design Committee. 


Hatem focuses on ways architects should respond 
when caught in a dispute over fees and how best to 


use resources such as attorneys, insurers, collection 


agencies, mediators, and the small claims court. 


These monthly meetings of our committee begin at 
8:00 am at the BSA and all BSA members and allies 
are welcome. There is no charge and we provide »" 
the coffee and bagels. ° 


Frank Shirley AIA and Tom Downer AIA, Co-Chairs 
Residential Design Committee 


i i BSA|D 
Alien architects celebrate ae 
The remarkable BSA network of Boston-area 
architects from other nations gathers at the BSA on 
December 13 for a first-time-ever holiday party 
hosted by the BSA. 


All design professionals from other nations — BSA 
members and allies who are not members — are 
invited to join us for superb food and drink and an 


evening of informal networking, socializing, and 


otherwise enjoying each other's company. 


There is no charge but we do need to know you're 
coming so we order enough wine and shrimp. 

To confirm, e-mail Erika St. Peter at the BSA 
(bsa@architects.org) no later than 11:00 am on 
December 12. 


Rafael Acosta and Leonardi Aray, Assoc. AIA 
Co-Chairs, Alien Architects Roundtable 


Small firms gather for holiday 
celebration 


The annual holiday social event for small firms 

this year is on December 22 at the Rustic Kitchen 
in Cambridge (1815 Massachusetts Avenue at the 
Porter Ex 
been honored with the Wine Spectator Award of 
Excellence for 2005, the Best of Boston 2005, and 
the 2005 Sante Restaurant Award. 


change Mall). The restaurant has recently 


This annual celebration is a good opportunity to 
catch up with old friends or make new ones! We will 
enjoy lively discussion including our assessment of 
small-firm programs this year and perhaps do some 
brainstorming about next year’s programming. 


Dinner is on the Small Firms Committee (although 
you do get to purchase your own wine). Space 

is limited so you should make your reservation 

now by e-mailing Erika St. Peter at the BSA P 
(espeter@architects.org). %, S 


Bill Whitlock AIA, Co-Chair 
Small Firms Committee 


www.architects.org/news 
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Residential Design 2006 is nigh 


In April of this year, the BSA and its Build Boston 
collaborators launched a new, smaller version of 
on residential 


Build Boston focusing specifically 
design. “Build Boston's Spring Residential Design 
Convention and Tradeshow” was and is a response 
to the long-term interest of BSA members and allies 
in the New England Building Industry who have 
imagined an event such as Build Boston with a 
residential focus. 


Over 7,000 architects, contractors, interior 
designers, landscape architects and other industry 


professionals registered for this inaugural two-da 
event earlier this year and responded enthusiastically 
to the comprehensive workshop programs, product 
| events such as 


and material exhibits, and spe: 
the introduction of the new, national Congress 
of Residential Architecture and the now annual 
breakfast hosted by the BSA’s Small Firms 
Committee. 


This is now an annual event and once again there 
will be a special segment of each day open to home- 
owners and other prospective clients interested in 
residential design opportunities. 


Mark your calendars now for April 5 & 6, 2006. 


For tradeshow exhibit, sponsorship and advertising 
opportunities, call Brian Keefe at ‘ 
781-335-4072. 2 


George Metzger AIA, President 


New tax laws are explored 
this month 


David Swan CPA and Robin Gorski CPA, MST 

of Tofias PC, the Cambridge-based financial- 
management, accounting and consulting firm, come 
to the BSA on December 13 to provide the Finance 
W zards with an overview of the new tax laws. 


The Finance Wizards is the BSA network of 
financial-management profe: 
and all BSA members and friends are welcome to 

join us on the second Tuesday of each month. There 
is no charge but reservations are required so we order 


onals in design firms 


enough lunch for everyone. To reserve your seat for 
the December 13 meeting, write/call the BSA at 
bsa@architects.org/617-951-1433x221 no later 

than 9:30 am on the day of the meeting. %, 


Peter Lambert, Chair 
Finance Wizards 


i BSA | Dec 2005 
Currents interrupted? ere 
Recently the BSA staff has heard from several 
members that they are no longer getting “Currents”, 
the BSA’s wi 
coming events. Changes in the BSA’s own electronic 


ly electronic newsletter focusing on 


distribution systems may account for some of this. If 
you are no longer receiving “Currents”, e-mail me at 
mruckman@architects.org and | will ensure that your 


service is restored. 


If you are a reader who does not know what 
“Currents” is and would like more information 

or would simply like to subscribe, e-mail me at 
mruckman@architects.org and | will be glad to add 
you to the “Currents” mailing list — there is no 
charge and this is a service offered to all members 
and everyone else in the world interested in BSA 
programs and services and related industry events 
throughout the Northeast. 


Mark Ruckman 
BSA Director of Communications 


$35K scholarship applications 
are now available 


Each year a two-stage design competition admini- 
stered by the BSA leads to the awarding of the 
$35,000 Rotch Travelling Scholarship. 


To be eligible for this scholarship, designers must be 
U.S. citizens under 35 years of age on January 1 of 
the competition year and must have either a degree 
from an accredited U.S. school of architecture and 
one year of full-time professional experience in a 
Massachusetts architecture firm...or must have a 
degree from an accredited Massachusetts school of 
architecture and one year of full-time experience in 
any architecture firm. 


Applications are due on January 3...and requests for 
application forms and guidelines must be received 
by the BSA no later than December 28. To request 
the guidelines and application forms, write me at 

the BSA at kymiller@architects.org or download the 
application at rotchscholarship.org/competition. That 
website is also packed with competition history inclu- 
ding the preliminary and final program designs 
developed by last year’s scholarship recipients. SS 


Kate Miller, Rotch Scholarship Liaison 
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Socially responsible housing 
honored by Clancy Award 


The John M. Clancy Award for Socially Responsible 
Housing was established earlier this year by the 
principals of the Boston design firm of Goody 
Clancy. The intent is to honor the late John Clancy 
FAIA and his decades-long commitment to the 
planning, design and construction of multi-family 
housing for the diverse populations of our nation at 
all income levels. 


In this inaugural year of what will be a biennial 
program administered by the BSA, the jurors 
reviewed 56 projects submitted by architects and 
organizations from 20 states. The entries were 
diverse in purpose, program, size, location and 
architectural language. Among the submissions were 
transition housing for abuse victims, HOPE VI 
projects, multi-unit housing for singles and families, 


and both renovated and newly constructed buildings. 


Most of the submittals were workforce housing often 
comprised of very small units and financed using 
low-income housing tax credits. 


The jury elected to recognize eight projects as 
outstanding examples of socially responsible 
housing for various reasons including architectural 
design quality, programmatic complexity, resource 
constraints, sustainability, site challenges and op- 
portunities, ‘degree of difficulty’, and benefit to the 
community. The honored projects are: 


4 Adelaide Avenue Neighborhood Revitalization 
(Providence RI) designed by Durkee, Brown, 
Viveiros & Werenfels Architects in Providence 


& Friendship-Pine/Providence-Tanner Block 
Revitalization (Providence RI) design by Durkee, 
Brown, Viveiros & Werenfels Architects in 
Providence 


4 Sanctuary Place (Chicago) designed by Fa 
Associates Architecture/Planning/Preservation in 


Chicago 


mr 


& Swan's Marketplace (Oakland CA) designed by 
Pyatok Architects in Oakland in association with 
Y. H. Lee Associates 

& NewHolly Mixed-Income Neighborhood (Seattle) 
designed by Weinstein A/U Architects + Urban 
Designers in Seattle in association with Arellano/ 
Christofides, the September Design Group and 
Tom Lawrence AIA, all in Seattle 


4 Rollins Square (Boston) designed by CBT 


4 HomeSafe (San Jose CA) designed by Studio E 
Architects 


4 Eucalyptus View (Escondido CA) designed by 
Studio E Architects 


The jurors included Stephen Kliment FAIA BSA | Dec 2005 


(architect/journalist, New York City), Roger Lewis 
FAIA (columnist/cartoonist, The Washington Post), 
Amy Anthony (Housing Investments Inc., Boston), 
Teddy Cruz (Estudio Cruz, San Diego), and Joan 
Goody FAIA (Goody Clancy, Boston). 


For more information on this program, write/call 
Alexandra Lee at the BSA (alee@architects.org/617- 
951-1433x225). 


Costs and benefits of green 
housing are examined 


On December 16, Edward Connelly of New 
Ecology Inc. joins the BSA Housing Committee 
for an assessment of the actual costs and benefits of 
green housing. 


All readers — members and non-members — are 
welcome to join us for this gathering at 8:30 am at 
the BSA and at each of our meetings at the same 
time on the third Friday of each month. There is no 
charge and we provide the coffee and bagels. 

For more information on the Housing Com- 


mittee, e-mail me at isuvanto@bergmeyer.com. US 


Ilkka Suvanto AIA, Chair 
Housing Committee 


“What Remains” 


In an unusual photography exhibit now in The 
Architects Building, the dismantling of Boston's 
Central Artery in 2004 is contrasted to the 
Romanesque churches of central Europe. 


Fascinated by the passage of time, Swiss fine-art 
photographer Christian Waeber photographed 
extensively the removal of the Central Artery 
using exposure times of up to an hour and often 
photographing at night. The transience of the 
old elevated highway is viewed alongside what 
Waeber refers to as the “apparent eternalness” of 
the European churches built almost one thousand 
years ago. Serene images of these churches, printed 
in black-&-white on fine-art paper, oppose the bold 
colors and slick look of the demolition work in 
Boston. 


The exhibit remains in The Architects Building until 
January 31 and on December 7, Waeber hosts an 
opening reception for all ChapterLetter readers and 
friends; this 5:00-7:00 pm reception is on the fifth 
floor of The Architects Building (52 Broad Street, 
Boston). 


Architects and allies provide $40,000 in grants 


Ten public-education programs throughout 
Massachusetts are receiving a total of $39,800 in 
grants this month from the Boston Foundation for 
Architecture. 


The Foundation’s trustees, who evaluated the 

three dozen grant applications received this year, 
include architects, engineers, developers, educators, 
civic leaders, and other allies. These grants help 
underwrite community-based public-education 
programs that focus on elevating public awareness 
of and participation in the planning, design, and 
construction of our communities. 


This year, the Foundation — created by the BSA 

in 1984 — received proposals from schoolteachers, 
institutions, and other individual and organizational 
applicants throughout the state. This year's grants 
are summarized here and include the names and 
telephone numbers/e-mail addresses of the indivi- 
duals to call/write in each case for additional details. 


Worcester Arts Magnet School — $1,800 to 
support the development of a standards-based 
history/social studies unit that uses buildings in 
the city to develop a knowledge and appreciation 
of architecture (Susan O'Neil, 508-799-3575/ 
oneilsp@worc.k12.ma.us) 


North Bennet Street School — $5,000 to help 
support a year-long series of workshops designed to 
elevate homeowners’ and youngsters’ understanding 
of architecture and community building in Dudley 
Square and other Roxbury neighborhoods (Hubert 
Jessup, 617-227-0155/externalrelations@nbss.org) 


Learning By Design in Massachusetts — $3,500 
to support a professional-development initiative for 
K-12 teachers in underserved Boston communities 
in which architecture and design are themes for 
integrated arts and mathematics teaching (Jan Ham, 
508-528-451 7/lbd@architects.org) 


Institute of Contemporary Art — $4,500 to 
support a hands-on program that connects 15-20 
teenagers to Mexico City-based artist Pedro Reyes 
for 8-10 exhibition-related workshops exploring the 
intersections of art, architecture and design (Jamie 
Davis, 617-927-6638/jdavis@icaboston.org) 


Hyde Square Task Force — $5,000 to support an 
initiative that will enable neighborhood teenagers to 
work with architects in planning the detailed design 
of a new youth/family center that is to be part of a 
large Jackson Square development on the border of 
Jamaica Plain and Roxbury (Jestis Gerena, 617-524- 
8303x304/jesus@hydesquare.org) 

Forest Hills Educational Trust — $3,500 to 


support an outdoor juried exhibition of sculpture, 
structures and installations that responds to the 


Forest Hills Cemetery’s historic architecture and 
explores the concept of the cemetery as a final 
home (Cecily Miller, 617-524-0128/cmiller@ 
foresthillstrust.org) 


Discover Roxbury — $6,000 to support an initia- 
tive to train docents focusing on Roxbury’s archi- 
tecture, a series of tours highlighting several projects 
in the community and an overview of the diverse 
architectural styles including a written guide to the 
sites and related activities for school groups (Marcia 
Butman, 781-861-8893/mbutman@comcast.net) 


Citizen Schools — $3,500 to help underwrite 
hands-on apprenticeships for Boston middle-school 
students who will be introduced to architecture and 
design and training for architects and designers in 
the community on how to engage and teach middle- 
school students effectively (Jean Horstman, 617-695- 
2300x124/ jeanhorstman @citizenschools. org) 


Boston Children’s Museum — $4,000 to help 
support the planning of several interactive media 
exhibits based in part on the construction of 
Children’s Wharf and the Museum's major expan- 
sion and renovation project (Leslie Swartz, 617-426- 
6500x233/swartz @bostonchildrensmuseum. org) 


Boston Preservation Alliance — $3,000 to sup- 
port the revival of the Old House Fair, a two-day 
exhibition and workshop program for amateur 
preservationists and an initiative to develop and 
introduce neighborhood preservation workshops in 
underserved Boston communities (Joan Hull, 

61 7-738-8688/jchclio@ren, com) 


The Foundation is chaired by Boston civic leader 
Rob Radloff and the 2005 board of trustees also 
includes Ron Ancrum (president of Associated 
Grant Makers, the statewide association of grant- 
making foundations and corporations), Ena Fox 
(director of education at the ICA), Roger Goldstein 
FAIA (a principal with the Boston architecture firm 
of Goody Clancy), Richard Green FAIA (CBT), 
Robert Kuehn (Keen Development Corp.), Peter 
Kuttner FAIA (managing principal of Cambridge 
Seven Associates and vice-chair of the Foundation), 
Ted Landsmark, Assoc. AIA (president of the 
Boston Architectural Center), Susan Leff (Key 
Bank), Peter Madsen FAIA (president of Edo Essex 
Properties), civic leader Dr. Kyra Montagu, Sam 
Plimpton (Baupost Group), Mysore Ravindra 

PE. (LeMessurier Consultants), Lisa Reindorf AIA 
(Goldman Reindorf Architects), and Linda Snyder 
(Harvard University Department of Arts + Sciences). 
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Questions? 


For information on 
how to contribute 

to the Foundation to 
support community 
programs such as 
those described 
here or with other 
questions, write/ 
call Foundation 
executive director 
Richard Fitzgerald at 
rfitzgerald@architects. 
0rg/617-951-1433x232. 


Do you write? 


Design professionals and all other ChapterLetter 
readers are encouraged to propose story ideas and 

to propose writers/contributors (including yourself) 
for the coming year's issues of ArchitectureBoston. 
Editorial guidelines are available online at 
architectureboston.com. Suggestions and proposals 
may be e-mailed directly to ArchitectureBoston editor 
Elizabeth Padjen FAIA at epadjen@architects. org. 


& The January/February issue of the magazine will 
be the annual year-in-review highlighting award- 
winning projects honored in 2005 by the BSA. 


& The March/April issue focuses on “age” — the 
influence of age on the profession, on building 
and product design, universal design, related 
cultural and democratic influences. 


ArchitectureBoston 


4 The May/June issue focuses on “ugly” — 
what is ugly and who says so, taste and taste- 
isual culture, unconventional beauty, 

effects of ugliness. 


makers, 


& The July/August issue focuses on “1976” — 
a year in the life of a city, the Boston bicentennial 
year, social/cultural/economic/design issues, water- 
front renaissance, Quincy Market, early preser- 
vation, busing. The story-proposal deadline is 
January 1. 

& The September/October theme is “East Boston” — 
a case-study examination of a neighborhood facing 
new development pressures and opportunities. 


The story-proposal deadline is March 1, 


& The November/December issue is “Winter” — 
the culture of winter, designing for winter, winter 
cities, climate and design. The story-proposal 
deadline is May 1. 


If you have an idea that you think appropriate for 
any of these coming 2006 issues, e-mail Padjen 
now to begin the discussion — her address is 
epadjen @architects.org. 


Advertisers — call our ArchitectureBoston sales 
wizards at 800-203-6649. 


Mark Ruckman, Editorial Assistant 


ARE “prep” guides available at 
the BSA 


A new category has been added to the ‘Books and 
Gifts’ section of the BSA Bookstore (architects.org/ 
store) that may be of interest to young designers 
studying for any or all of the Architect Registration 
Exam divisions. 


The new category — ‘ARE Test Preparation’ — 
includes discounted prices on the complete catalogue 
of the most recent materials from Kaplan AEC 
Education, including study guides, questions and 
answers handbooks, CD-ROM test banks, flash 
cards, practice vignettes, and workshop videos. These 
resources are available for all nine ARE divisions 

and can be purchased individually, by division, or 

as a complete set. BSA members save 20% or more 
on Kaplan study materials purchased through the 
BSA Bookstore (which also carries Professional 
Publication’s complete Architectural Exam Review 
package). 


For details, visit architects.org/store (click on ‘Books 
and Gifts’ then ‘ARE Test Preparation’) or write/call 
me at abaldwin@architects.org/617-951-1433x242 
for a comprehensive order form. 


Andrew Baldwin, Manager, BSA Bookstore 


Ed. note: Many young members have reported that 
the BAC has the best collection of study materials in 
town; call the BAC library at 617-536-3170 for 
details on access. It might save you a few dollars. If 
you have found other good sources, write to us at 
abaldwin@architects.org and we will share the news. 


YDPDI 2006 is now open 


The eighth annual class in the BSA’s Young 
Designers Professional Development Institute 
(YDPDI) begins in March 2006 and registration is 
now open. This is the program that brings young 
designers together for four hours each month for 12 
months of training in basic office and practice skills. 


This unique training opportunity has proved to 

be an effective means of helping young designers 
make the transition from school to work. Over the 
course of the year the young designers enrolled in 
this program are taught basic writing skills, project 
management skills, presentation skills, finance and 
budgeting management, and a good deal more. 


Classes are limited to 20. For details on the class 
beginning in March, write/call the BSA at % 
617-951-1433x221/bsa@architects. org. LS 
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What are we 
getting for our 
dues? 


This ChapterLetter 
feature each month 
highlights one useful 
program/service/ 
activity our BSA dues 
help underwrite. 


This month we draw 
special attention to 
the new collection 

of ARE resources 
available through the 
BSA online store at a 
substantial discount 
for young designers 
(see the story on this 
page). 


This is one more 
example of the kinds 
of services we help 
underwrite with our 
dues. 


Jim Dunn CPA, 
Assoc. AIA 
BSA Treasurer 


& PR 
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Do you want small projects? 


The deadline for inclusion in the 2006 edition of the 
BSA’s “Residential and Small Commercial Project 
Handbook” is December 29. 


The handbook enables architects to reach home- 
owners and business owners as they begin to plan 
renovations, additions or new construction. The 


“Working with an Architect” section of the hand- 


book is a valuable resource that helps clients 
understand the role of the architect and the value of 
the architect's effort. Another section — “How to be 
a Good Client” — seeks to help clients better under- 
stand how to prepare 

for their roles as 

clients. Handbook users 
also receive a budget- 
development worksheet 
to help them estimate 
costs and fees as well as a 
summary of steps in the 
design and construction 
process to help readers 
understand the adventure. 
Most important, the 
handbook includes a 

list of architects who 
specialize in residential 
and small commercial 
projects — contact 
information as well as ee 
firm profiles are included. 


The handbook is included 
in its entirety on the BSA 
website (architects.org/ 
project_handbook) and it 
is advertised throughout 
the year in Cape Cod 
Life, Home and Garden 
Magazine, and various 


Edition 


other publications. 

Hundreds of journalists receive the news release on 
the handbook’s availability 
BSA’s Residential Design Convention and Tradeshow 
in April (when attendance by members of the public 
is likely to be in the thousands); and scores of people 
call or e-mail the BSA monthly to request it. 


; it is distributed at the 


All architects who are AIA members in 
Massachusetts and who want residential and 
small commercial projects (defined as those with 
construction costs up to $5 million) are invited to 
use this inexpensive, year-round marketing tool. 
To receive your listing form, call/write me at 
617-951-1433x240/psmith @architects.org. 


Pamela de Oliveira Smith, Handbook Editor 


Residential and Small Commercial 


Project Handbook 


BSA marketing service offers Seeaeen 


strategy and referrals 


For many years in the 1990s, the BSA provided 
firms with a unique marketing service that provided 
strategic marketing consultations at the BSA for 
principals of firms, typically small firms, that lacked 
marketing professionals on staff. The service also 
served larger firms seeking a fresh look at their 


marketing strategies. 


The BSA revived this service in 2005; it is admin- 


istered by marketing/communications/public 
relations veteran Kathleen Soldati. A BSA activist for 


= 


several years, Soldati also runs her 
own firm — Soldati PR — in New 
Hampshire. 


An innovative marketer, Soldati 
has 30 years of experience at all 
levels of management and mar- 
keting — from the sales floor to 
the corner office. She has directed 
national marketing for an archi- 
tecture firm for which she launched 
a new strategic marketing initiative 
that featured personal branding 

of architects in numerous vertical 
markets. She has also taught 
marketing workshops for the 

BSA, for SMPS, the BAC, the 
University of New Hampshire, and 
the U.S. Agency for International 
Development. 


The services Soldati provides 
through the BSA include a half- 
day strategy meeting with firm 
principals, a follow-up report 
with recommendations, follow-up 
training for the firm's marketing/ 
PR staff and, if desired, periodic 
follow-up troubleshooting/ 
coaching services. 


Soldati also is assembling a resource list to help 
design firms identify marketing, communications, 
and public relations consultants/firms to provide 
specific, long-term services to those interested 

in such assistance. To be included in this list of 
resources, professional marketing, communications, 
public relations and related firms/consultants are 
invited to send your firm name, contact name and 
contact information, and materials describing the 
specific services you offer, to Soldati at the BSA, 52 
Broad St., Boston 02109. 


For fee information and other details on this service, 
call Soldati at 603-841-5207. 


John Freeman AIA, Commissioner 
Communications and Public Relations 
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Murray wins BSA presidency 


Hubert Murray RIBA, AIA (Hubert Murray 
Architect + Planner, Cambridge) has won election 
as BSA vice-president/president-elect. Murray 
serves as vice-president in 2006 with current BSA 
president Jane Weinzapfel FAIA (Leers Weinzapfel 
Associates, Boston), Murray succeeds Weinzapfel to 
the presidency in 2007. Weinzapfel and Murray are 
joined in 2006 on the BSA Executive Committee 
by current BSA treasurer Jim Dunn CPA, Assoc. 
AIA (Goody Clancy, Boston) and BSA secretary Jay 
Wickersham, Esq., FAIA (Noble & Wickersham, 
Cambridge), who was elected last month along with 
Murray. 


Also elected to the 2006 Board of Directors are 
Audrey O'Hagan AIA (The Stubbins Associates, 
Cambridge), Kathleen Born AIA (Arrowsteet, 
Somerville), David Hacin AIA (H + A/Hacin 

+ Associates, Boston), and Dan Perruzzi AIA 
(Margulies & Associates, Boston). In addition, both 
director-at-large Jay Lee, Assoc. AIA (Platt Anderson 
Freeman Architects, Boston) and public director Rob 
Tuchmann, Esq. (Wilmer Cutler Pickering Hale and 
Dorr, Boston) have been re-elected. 


These new board members join the extraordinary 
‘brains trust’ already serving on the board — Wagdy 
Anis AIA (Shepley Bulfinch Richardson and 
Abbott), Alex Anmahian AIA (Anmahian Winton 
Architects), David Finney AIA (Design Partnership 
of Cambridge), Chuck Grigsby (The Life Initiative), 
Sheila Kennedy AIA (Kennedy & Violich 
Architecture), Ted Landsmark, Assoc. AIA (president 
of the Boston Architectural Center), past-president 
George Metzger AIA (HFMH Architects), Adéle 
Santos FAIA (MIT), Marco Steinberg (Harvard 
GSD), George Thrush AIA (Northeastern University 
Department of Architecture), Angela Watson AIA 
(Shepley Bulfinch Richardson and Abbott), and 


Hubert Murray RIBA, AIA Jane Weinzapfel FAIA 


ri 


David Hacin AIA 


Kathleen Born AIA 
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Glenn Wiggins AIA (Wentworth Institute of 
Technology). 


Key committee members also elected 
During this busy election season, BSA members also 
elected several colleagues to serve on five special BSA 


committees: 


Ethics Committee — Laura Wernick REFP, AIA 
(HFMH Architects); 


Honors & Awards Committee — Jonathan Levi FAIA 
(Jonathan Levi Architects) and Nancy Ludwig AIA 
(ICON architecture); 


Membership Committee — Jeff DeGregorio LEED, 
AIA (Payette), Michael Epp AIA (Elkus/Manfredi 
Architects), David Grissino, Assoc. AIA (Goody 
Clancy), Leslie Saul, IIDA, AIA (Leslie Saul & 

es), and David Tabenken AIA (H + A/Hacin 
s)5 


Associa 


+ Associa 


Nominating Committee — Ralph Jackson FAIA 
(Shepley Richardson Bulfinch and Abbott) and Jeff 
Stein AIA (Boston Architectural Center). 


Complete lists of BSA board members and BSA 
committee and task force chairs are posted on the 
BSA website (architects.org, click on ‘Membership’). 
For guidelines on how to become a candidate in next 
year’s BSA elections, now is the time to call/write 
Richard Fitzgerald at the BSA (617-951-1433x232/ 
rfitzgerald@architects.org). 


a & 


Jay Wickersham, Esq, FAIA 
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Members and allies strengthen 
Gulf Coast Fund 


Members and our allies throughout the industry 
continue to contribute to the Gulf Coast Fund 
established with a $25,000 donation by the BSA 
shortly after Hurricane Katrina devastated the Gulf 
Coast region. 


Recent contributions have arrived from... 
4 Martine Dion AIA, Medford MA 
4 Malcolm Smiley, Sterling MA 


..and we have received contributions offered in 
honor of the marriage of Jane Yates, Assoc. AIA and 
Kevin Galli from: 


4 Edward and Shirley Spacapan, Arlington 
Heights IL 


& Peter and Kathryn Volz, Arlington Heights IL 
4 Barbara Majer, Arlington Heights IL 
4 Neil and Kathy Zachariasen, Greenfield WI 


& Marlene Crawford, Chicago 
Victor and Carol Shanley, Conway MI 
& Eddie and Kathy McPea 


4 Alice Yates, Washington DC 


«, Chicago 


4 Irwin Lange and Marbeth Lange, Arlington 
Heights IL 


4 Pauline Castillo, Prospect Heights IL 
4 Mike and Linda Palello, Wonder Lake IL 


4 Douglas Yates and Anna Marie Yates, Arlington 
Heights IL 


These contributions and those reported in this 
newsletter last month — contributions that thus 

far total in excess of $28,000 — complement the 
original $25,000 donation made by the BSA in 
September. All of these contributions are forwarded 
to Architecture for Humanity, the efficient and 
effective organization with which the BSA worked 
following the south Asia tsunami. 

The BSA will continue to administer the Gulf Coast 
Fund as long as members and allies wish to use it 


and we will report donations to the Fund in the 
monthly issues of this newsletter. 


George Metzger AIA, President 


Fletcher, Jones and Thompson 
honored at Build Boston 


Valerie Fletcher (Adaptive Environments), Jennifer 
Jones ASLA (Carol R. Johnson Associates), and 
Maryann Thompson AIA (Maryann Thompson 
Architects) were honored at Build Boston last 
month for their exceptional contributions to the 
design professions, the building industry, and the 
communities we serve. 


These three leaders were the guests of honor at 

the fifth annual awards program hosted at Build 
Boston by the BSA’s Women in Design Network. 
The awards luncheon, keynoted by BSA president- 
elect Jane Wienzapfel FAIA, was the centerpiece of 
the annual Women in Design Conference at Build 
Boston, which this year focused on ‘risk-taking’. 
The Women in Design Conference also included an 
exhibit of work by women that was displayed during 
Build Boston and will be installed in a variety of 
Boston-area venues over the next six months. 


The Women in Design Network meets monthly at 
the BSA for evening conversations on practice, career, 
design and other professional issues. All women in 

all of the design professions (men, too) — members 
and nonmembers — are invited to join us for these 
evening conversations. For reservation and other 
details, visit architects.org/widconversations. 


George Metzger AIA, President 


St. Peter joins BSA staff 


Erika St. Peter joined the BSA staff in October as 
our new office manager. She succeeds Kevin Neary 
who is now a BSA program manager. 


Peter served recently as general manager of 
WorkteQ Inc. in Framingham and as assistant to the 
executive director of the Massachusetts Advocates of 
the Arts, Sciences and Humanities. She earned her 
undergraduate degree at Clark University where she 
also was the head lifeguard. 


At the BSA, 
manager of the BSA’s online store, the liaison to the 
BSA’s 60 committees/networks...and the delightful 
voice you hear when you call the BSA during the 
workweek. When she is not reminding the staff 

to stop running around the pool, St. Peter can be 
found participating in triathalons or visiting her 
family in Maine. 


‘S. 


st. Peter serves 


s office manger, co- 


Kate Miller, Director of Operations 
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Want a principal or partner? 


If you are seeking a principal or partner for your 
firm, a professional who is already functioning at the 


highest level in his or her own firm, you may wish 
to take advantage of an informal BSA service that 
attempts to help partner-level and principal-level 
ons 


professionals connect for exploratory discu 
about new partnerships, mergers, acquisitions and 
other significant firm changes. For more information 
on this free BSA service, call Richard Fitzgerald at 
(617-95 1-1433x232). 


Young designers fund created 


The economic challenges faced by every young de- 
signer are challenges the BSA is attempting to meet 
in a variety of ways. This year the BSA established 
the Young Designers Professional Development 
Fund as a means of underwriting some of the costs 
of professional-development for young designers. 
Critical professional-development opportunities are 
made affordable for young designers through BSA 
scholarships and other forms of underwriting. As 
noted on p. 11, the BSA annually offers 500 full- 
tuition scholarships to young professionals wishing 
to take workshops at Build Boston and at our 

now annual Residential Design Convention and 
Tradeshow. 


ional 


Currently the Young Designers Profe: 
Development Fund also helps underwrite the 

costs of mentoring connections, a new ARE study 
group, IDP support, career networking events, a 
special electronic newsletter created by the BSA 
specifically for young designers, site visits to unique 
architectural projects, visits to architectural product 
manufacturers and distributors, and a good deal 
more including programs such as the ARE training 
sessions led by Norman Dorf. 


The success of these programs over the past few years 
has radically increased the demand. Architecture 
firms throughout the region and our building indus- 
try allies help perpetuate this fund with your own 
contributions or through sponsorships of spec! 
programs for young professionals. The fund is de- 
signed to aid young designers and other young 
building industry professionals whether or not they 
are members of the BSA. 


fic 


If you are interested in helping in this effort, send 
your contribution to BSA Young Designers PDF, 52 
Broad St., Boston 02109. For more information, call 
Richard Fitzgerald (617-95 1-1433x232) or Nancy 
Jenner (617-951-1433x227) at the BSA. 


George Metzger AIA, President 
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to everyone on the planet 


There are six categories of membership in the BSA — 
two for architects and interns and four for others in 
the building industry and the public. 


For architects and architectural interns: 


AIA — This is the AIA/BSA membership for 
architects registered in the U.S. 


Associate AIA — This is the AIA/BSA membership 
for unlicensed professionals who hold a degree 

in architecture and other technical professionals 
who work under the supervision of an architect. 
(The first year of national and local Associate 

AIA membership is free for all architecture school 
graduates who join within one year of graduation.) 


For individuals who are not architects and for 
businesses other than architecture firms, there are 
four BSA membership opportunities: 


Corporate Affiliate — For building industry firms 
(consultants, engineers, developers, contractors, 
interior designers, landscape architects, attorneys, 
manufacturers, vendors and other firms/companies) 
with an interest in working more closely with 
architects and enhancing architects’ awareness of 
their products, services and materials; this is a firm 
membership and includes up to five Professional 
Affiliate memberships. 


Professional Affiliate — This is the professional 
membership opportunity for industry professionals 
(other than architects and architecture graduates) 
who wish to share ideas, to grow professionally 
and to improve their firms’ operations through 
participation in the extensive BSA network. 


Student Affiliate — All individuals registered as 
full-time students are invited to take advantage of 
this membership opportunity. 


Subscriber — This is for individuals (other than 
architects, architecture graduates, and allied building 
industry professionals) who have a special interest in 
architecture, urban design and planning and would 
like to receive the BSA ChapterLetter and magazine 
(ArchitectureBoston); ALA members of chapters 
outside of Boston are also frequently Subscribers. 


Applications for all membership categories are 
available online at www-architects.org (click on 
“Membership”) or write/call BSA membership 
director Penny Mitchell at 617-95 1-1433x228/ 
pmitchell@architects.org. 
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The BSA gives thanks 


The BSA, like most organizations and businesses, is 
successful because of the efforts of an exceptional 


range of members, partners, consultants and vendors. 


At the center of the BSA’s success is the intellectual 
and professional commitment of the countless 
BSA members and allies who invest their time and 
expertise as committee activists, board members, 
workshop leaders, and in numerous other roles. 


Supporting the work of the members is a team 

of thirteen BSA staff members and critical to the 
success of this staff are the countless consultants, 
vendors, interns, part-time assistants and volunteers 
who provide the services that keep the BSA hum- 
ming, the network up, and the members well-fed. 

In the spirit of Thanksgiving, the BSA wishes to 
acknowledge a few remarkable members of this year's 
support team: 


Richard Vendola, Brian Keefe and the extraordinary 
TMS Ine. crew (800-996-3863) that constitutes the 
exceptional BSA advertising sales team that every 
year builds the advertising base for ArchitectureBoston 
and the exhibitor base for our two conventions and 
tradeshows. 


Build Boston would not be possible without the 
uncommon professionalism of our Seaport World 
Trade Center (617-385-5029) partners... Tracie 
Murray, Ed Hurley, Cindy Moriarty, Dave Fazo, 
Tom Ridlon and Sara Colgan. 


Wendy McInnis and Vicky Becker of Nittany 
Valley Offset (800-631-9531) provide fast, efficient 


printing and excellent service for this newsletter. 


Larry and Jackie Danforth of JL Systems (703- 
941-0077) are the designers of the BSA’s large and 
complex membership database and provide superb 
ongoing technical support and advice. 


Todd Truesdale and Kevin Durgin at Recycled 
Paper Printing (617-737-9911) provide a variety 
of printing and mailing services from postcards to 
books (on recycled paper). 


Seth Miller, Maria Pugliese and the team at Miller 
Systems (617-266-4200) designed and developed 
the technology that powers the BSA’s award-winning 
website. 


Joe Ritson, Tom Ostfeld and the team at Aileron 
(617-946-0816) maintain the health of the BSA’s 
computers and network. 


Andrea Gabrielle, Charles Dalsass and Arek 
Jankowski of Neptune Web (617-628-2300) are 
working with the BSA Membership Committee and 
staff to develop an online compensation survey tool. 


Former state senator George Bachrach and Paul BSA | Dec 2005 
Pezzella are the public-policy wizards who guide us 


through the maze of legislative issues on Beacon Hill. 


Judy Kohn of Judy Kohn Design (847-854-0933) is 
the graphic designer who makes us look good as she 
annually designs the Build Boston program, the BSA 
Lecture Series poster, and a good deal more. 


Custom House Café, also known as Bean & Leaf 
(617-261-4727), prepares the best sandwiches in 
Boston and provides catering services as well. 


The BSA’s occasional office help needs are met by 
PSG (617-250-1000). 


Chris Noble, Esq./Hon. BSA and Jay Wickersham, 
Esq., FAIA of Noble & Wickersham LLP (617- 
491-9815), David Hatem, Esq. of Donovan Hatem 
LLP (617-406-4800) and Chuck Heuer Esq., FAIA 
of The Heuer Law Group (617-628-5290) remain 
nonpareil legal advisors to the BSA. 


Diana Pohly and her energetic and creative col- 
) 8 
leagues at The Pohly Company are the custom 
8 - 
publishers of ArchitectureBoston. 


Via Lago (781-861-8276) caters many of the BSA’s 
larger or more formal BSA meetings and events. 
Marcia Berlinsky and her crew prepare delicious 
lunches, dinners and appetizing appetizers that are 
often served to BSA members and friends. 


For fast delivery, call City Express (617-227-0330), 
the BSA courier of choice. 


You Can Help (800-303-9222) picks up our empty 
bottles and recycles them to generate revenue to 
combat cancer. 


Earthworm, Inc. (617-628-1844) is the non-profit 
recycling company that regularly removes the BSA’s 
scrap paper and replaces it with cases of recycled 
paper for our printers and copiers. grateful for the 
- . commitment our 
Kathy Murch is our Poole Professional Ltd. ac- 


count executive (781-245-5400); she and her 
colleagues provide the BSA (and hundreds of our 
members and allies in the industry) with insurance 
and advice. 


year we have once 


The BSA is especially 


part-time office staff, 
interns and volunteers 
bring to the BSA. This 


again been enriched 


by the extraordinary 


Ed Taylor at Nardella & Taylor (781-862-6833) 
provides accounting and tax reporting services for 
the BSA. 


of Elsie Hurst, Hon. 
BSA/AIA 


Thank you all for 


Djenane (DJ) and Daniel Marquez of JaniKing making our days 


(617-750-6805) keep the BSA sparkling clean. 
easier. 


The BSA Staff 


Virginia Rey and Jim Reynolds of Paradigm 
Properties (617-451-9800) are The Architects 
Building's conscientious property managers. 


Maria C. Maramag, Curtis Conover, and George 
Malin of UBS Financial Services (617-261-2520) 
provide our 401(k) services. 


volunteer assistance 


pleasant and our jobs 


“Risk Management Through Fee 
Collection” is the title of the lead article in a 
recent issue of Guidelines, the Victor O. Schinnerer 
& Co. newsletter. The article focuses on identifying 
collection problems, establishing payment terms 
and a written agreement, retaining control over 
services and deliverables, insuring that the client 
does not have the right to withhold payment, and 
developing a collection strategy. The same issue also 
includes articles on the increased use of building 
information modeling (BIM), including its impact 
on designer-led design/build. For a copy of this issue 
of Guidelines, e-mail vos.guidelines@schinnerer.com. 


Sarah Susanka FAIA, is focusing on remodeling 
projects in her next book, Remodeling Not So Big. 
Susanka, who keynoted the BSA’s Residential Design 
Convention in April, is inviting ChapterLetter 
readers who are architects or remodeling 
professionals to submit projects she can consider 

for inclusion in this new book. The deadline is 
December 16. For more information, go to notsobig. 
com/submissions/index.asp. 


Are you transferring electronic files? 
Increasingly, design and construction contracts 
include — or should include — language addressing 
the impact of transferring electronic files on copy- 
rights and other legal issues. If you or your attorney 
is unclear about how to draft an electronic file 
transfer agreement or similar document covering 


the transfer of electronic files, local construction-law 
attorneys Chuck Heuer FAIA and Chris Noble Esq. 
both report that they have drafted model language 
for this use. For details, Heuer can be reached at 
heuerlaw@aol.com!617-628-5290 and Noble can be 
reached at cn @noblewickersham.coml617-491-9814. 


Value-based fee structures are the focus of 
the lead article in a recent issue of DesignIntelligence, 
the national practice newsletter. Underscoring the 
reality that setting design fees on the basis of direct 
labor costs — either on a time-&-materials or lump- 
sum basis — is no way to make a profit, the article 
focuses on value-based pricing, outcome-based 
pricing, investment-based approaches, and pricing 
strategies for new products and services. For a copy 
of this article (available only by mail), members 


in Massachusetts should send requests with a 60¢, 
9” by 12” SASE to VBF/RF, BSA, 52 Broad St., 
Boston 02109; readers who are not yet members 
should include a $15 service fee payable to the BSA 
along with the 60¢ SASE. (For subscriptions to 
DesignIntelligence, call 770-209-3770.) 


“Architects who know where to draw 
the line.” That delightful slogan belongs to the 
Boston architecture firm of Domenech Hicks & 
Krockmalnic. The BSA is interested in collecting 
a list of such firm descriptors/slogans/taglines. 
Send the line you use or interesting lines used 


by other firms to Richard Fitzgerald at the BSA 
(rfitzgerald@architects.org). 


Seeking fame? These critics want to publish 
your work: Robert Campbell FAIA, Pulitzer Prize- 
winning architecture critic for The Boston Globe 
and other publications, is interested in hearing from 
BSA members about interesting new architecture, 
landscape, urban design, controversies and other 
interesting news; write Campbell at camglobe@aol. 
com or 54 Antrim St. Cambridge 02139-1102... 
Jeff Stein AIA, the architecture critic for Banker 

& Tradesman, is interested in material on recent 
architecture and urban design projects; send material 
to Stein at jeff-stein@the-bac.edu or mail it to Stein 
at BAC, 320 Newbury St., Boston 02115. Banker 
adesman is also seeking BSA members to write 
editorial columns, news articles, and similar pieces 
for its weekly newspaper and its quarterly building 
industry magazine, “Structures”. For more infor- 
mation, write/call Tim DeFeo at /781-641-1771. 


o 
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AIA Documents 
list is revised 


The most current 
AIA Documents 

list and order form 
— including current 
prices for hardcopy 
and electronic 
documents — is 
available on the 

BSA website 
(architects.org/ 
store) or write/call 
bsa@architects.org/ 
617-951-1433x221 to 
request your free 
copy or mail/fax your 
name and address 
and request for the 
list and order form for 
hardcopy documents 
and for information 
on e-documents to 
the BSA, 52 Broad St, 
Boston 02109/fax 
617-951-0845. 


“Well, it all depends. Where are these 
huddled masses coming from?” 


© The New Yorker Collection, 1992; J. B. Handelsman from cartoonbank.com. All rights reserved. 
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Competitions/ se 
Awards/Grants SS 


BSA design awards programs/competi- 
tions/juried exhibits (sce p. 5)...“Energy 
Efficiency in Buildings” design competi- 
tion; 12/22 deadline; efficiencyvermont. 
com (click on ‘Better Buildings By Design 
Conference 2006’) or 888-921-5990 
x1109 or x1 134...Loeb Fellowships at 
Harvard; 1/2/06 appl. deadline; 

esd harvard.edulloebfell...Rotch Travelling 
Scholarship Competition; 1/2 appl. 
deadline; rotchscholarship.org (see p. 5)... 
Mirror design and installation awards; 
1/7 deadline; mirrorlink.org ...Grants for 
environmental activists; 1/15, 5/1 & 
9/15 deadlines; N.E. Grassroots 
Environment Fund (802-223-4622/ 
info@grassrootsfund.org)...“Luxury Living 
Awards”; 1/20 entry deadline; dthomas@ 
hwmg.coml617-292-7317 (HomeWorks 
Sourcebook)...“Green” grants; Deutsche 
Bank Environmental Grants for non- 
profits tackling urban revitalization and 
sustainability issues; rolling deadline; cid. 
db.com/community or gary.s.hattem@db. 
com...Graham Fellowship in Design; 
post-grad fellowship at the NEA; 202- 
682-5078 (Kristina Alg) or visit the 
website at Attp://arts.endow.gov/learn/jobs/ 
jobsmenu.html...Black female architec- 
ture scholars and other professional 
women wanted; grants/fellowships of 
$2K-SOK for black female scholars pursu- 
ing degrees in architecture and other pro- 


fessions; aauw.org and click on ‘fellow- 
ships’...Lyceum Fellowship for architec- 
ture students; /yceum-fellowship.org... 
Historic preservation grants; Mass. 
Historical Commission/$300,000; 617- 
727-8470/ magnet.state.ma.us/sec/mhe 
..Pre-development Assistance Program 
funds to support early-stage economic 
development projects in Mass.; rolling 
deadlines; 800-445-8030 (Massachusetts 
Development Finance Agency)... 
Victorian-era buildings awards 
(exteriors or interiors), public plac 
spaces, etc.); Jack Grinold, 48 Greycliff 
Rd. Brighton MA 02135...AIA Honors 
& Awards programs including the Gold 
Medal, Kemper Award, Whitney Young 
Citation, Honorary AIA Membership, 
Design Honor Awards, 25-Year Award, 
Urban Design Awards, AIA College of 
Fellows, Honorary Fellowship, Thomas 
Jefferson Awards for Public Architecture, 
Young Architects Citation, Library 
Building Awards, Institute Honors, 
Architecture Firm Award, Henry Bacon 
Medal, Topaz Medallion for Education, 
Brick in Architecture Awards, Interior 
Architecture Awards, Concrete Masonry 
Design Awards, Cedar Design Awards, 
etc.; deadlines vary; 617-951-1433x221 
(ask for the Annual Awards Schedule)... 
For details on the American 
Architectural Foundation Richard 
Morris Hunt Fellowship and numerous 
AIA-related fellowships and scholarships 
for minorities/disadvantaged individuals, 
professional degree candidates, health 
facilities design, research and other pur- 
poses, including the RTKL Traveling 


Fellowship, call 202-626-7511. 
“ArchVoices”, the superb multi-layered 
electronic resource for young designers, 
also provides information on scholarships; 
archvoices.org...Minority/Disadvantaged 
Scholarship program; annual ALA/AAF 
Scholarships; 202-626-7511 (Mary 
Felber)...Architectural grants/fellow- 
ships/scholarships resources; the 
Foundation Center Library/Associated 
Grantmakers of Mass.; 617-426-2606... 
Aga Khan Award, Program Procedures, 
32 Chemin des Crets-de-Pregny, CH- 
1218 Grand Saconnex, Geneva, 
Switzerland ($500K in prizes; rolling 
deadlines)...Student competitions: pro- 
grams & deadlines vary; 202-626-7472 
(AIAS); 212-924-7000 (NIAE); 202-785- 
2324x2 (ACSA/Wood Produc uncil); 
DuPont Benedictus Design Competition; 
202-628-0448 (ACSA)...Fulbright grants 
for architects and urban planners; iie.org/ 
cies, 202-686-4000 (fax 202-362-3442)... 
NEA design project grants; 202-682- 
5400... The MacDowell Colony residency 
for architects; 1/15, 4/15 & 9/15 seasonal 
deadlines; 603-924-3886/ macdowellcolony. 
org...Peace Corps assignments through- 
out the world; rolling deadlines; 
peacecorps.gov...“ArchitectureWeek 
Calendar” (architectureweek.com) includes 
an online listing of design competitions... 
“Competitions” magazine reports regu- 
larly on design competition results; for a 
subscription, call 502-451-3623. 


Workshops/ an 
Conferences _S 


Build Boston's Residential Design 2006; 
4/4—5/06; second annual BSA conven- 
tion/tradeshow focusing on residential 
design with workshops, product and 
material exhibits, public hours; for exhib- 
it, advertising and sponsorship opportuni- 
ties, call 800-996-3863 (Brian Keefe)... 
Build Boston 2006; 11/14—16; 200 
workshops/award-winning design exhib- 
its/350 product exhibits/ 14,000 design 
and construction professionals/the awards 


celebration and clients networking 
extravaganza; for exhibit, advertising and 
sponsorship opportunities, call 800-996- 
3863 (Brian Keefe)...AGC workshop 
series; practical construction law, OSHA 


training, the pre-construction process, 
etc.; various dates through 12/05; Barbara 
Canoni (canoni@agemass.org)... 
Yestermorrow Design/Build School 
courses; Sep-Mar; yestermorrow.org... 
Building/construction/architecture pro- 
fessional-development programs; 
Northeastern Univ.; Dec—Mar; 617-373- 
2400/ace.neu.edu/bea...Conway School of 
Landscape Design information sessions: 
12/3 & 2/11; 413-369-4044...IES work- 
shops/programs: restaurant lighting 
(12/7); iesnewengland.com...NAIOP 
breakfast program: 12/14; naiopma.org! 
781-453-6900x4..."Advanced Zoning 
and Land-Use in Massachusetts” work- 
shop (12/2); dorman.com... SMPS work- 
shops and breakfast programs (11/2, 
11/8); smpsboston@smpsboston.org... 
AutoCAD Certificate Program; 


Wentworth Institute of Technology; 617- BSA | Dec 2005 
989-4309... Wentworth Institute profes- 

sional and continuing studies programs; 

617-442-9010x446... IDA New England 

programs: Boston (617-482-3232, 

Dianne Dunnell); Hartford/Springfield 

(860-659-1010 x2380, Stevanie Demko); 

Portland/ Portsmouth (207-671-4973, 

Pam Napolitano)... Planning/Zoning 

Appeals Boards training sessions; 
Planner Training Collaborative; umass.edu/ 
masseptc/413-577-3642...Zoning clinics; 
every Tues., 8 am—4 pm; Boston Plans & 
Zoning Unit (5th fl), 1010 Mass. Ave., 
Boston (617-635-5300x 1300)... 
Northeastern University Center for 
Continuing Education Building Design 
and Management courses; 617-320- 
8000...Jewish Vocational Service career, 
job-hunting and related workshops; 617- 
965-7940... Women’s Educational and 
Industrial Union career services work- 
shops and other services on job-hunting 
and other career issues; 617-536-5657... 
BU Program for Real-Estate Studies; 
617-353-301 3.,.Real-estate management 
courses; irem.org. 


Exhibits/Lectures/ 
Tours/Events 


BSA Lecture Series (see p. 1 and 

architects. org/lectureseries)... BSA exhibits 
(see p. 5)...Mass. Building Congress lun- 
cheon program: 12/8; 978-921-9222... 
Architectural Study Tour: Temples and 
Crafts of South India (12/28-1/18); 
Society of Architectural Historians (312- 
573-1 365/sah.org) ...“Architecture and 


citizen 


5 
Revolution in Cuba” exhibit; through 
12/22; MIT's Wolk Gallery (7-338); 617- 
258-9106...Alex MacLean’s aerial photo- 
graphs; exhibir through 1/22; Peabody 
Essex Museum, Salem; 978-745-9500... 
Int'l Illumination Design Awards 
Program; iesnewengland.com...Museum 
of Science lecture series: 617-589-0419... 
Black Heritage Trail (year-round; 617- 
742-5415...SPNEA programs and 
Gropius House tours (year-round); 617- 
227-3956...MIT Museum exhibit of the 
work of Doc Edgerton; 617-253-4405 
...Historic architectural drawings exhibit 
at the Library of Congress; 800-551-7328 
..“The Four Shapes of Boston: 1630 to 
the Present” and “The Reshaping of 
Boston: The Contemporary City”; wo 
slide-lectures on Boston's architectural his- 
tory available to rent (with speaker); 617- 
367-2345...Art & architecture tours of 
the BPL; 617-536-4000x212...Moakley 
tours; first Tues. 
Rebecca Ulanoff (617- 
nt volunteers are sought 
for the “Discovering Justice” tour pro- 
gram; call 617-748-9633. 


rtunities 
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Community/ 
Professional he 
Opportunities _S 


“Learning By Design in Massachusetts”; 
BSA partnership with school-based pro- 
gram: 
njenner@architects.org/617-951- 
1433x227...Co-op partnerships with 
Boston-area architecture firms are current- 


; architects encouraged to call/write 


ly being sought by Northeastern’s accred- 
ited architecture program; architecture 
students in the five-year undergraduate 
program are available for paid, full-time 
work throughout the year. For more infor- 
mation, write/call Lynn Burke 

(L burke@neu.edul6\7-373-3462)...Co-op 
student placements are currently being 
provided by Wentworth Institute of 
Technology for Boston-area design firms; 


for details, write/call Rachel Levine 
(leviner@wit.edul 617-989-4101) 
.. Wentworth’s department of architec- 
ture is seeking part-time faculty in the 
areas of building technologies, foundation 
design studies, and upper-level design stu- 
dios — for details, call John Ellis at 617- 
989-4458; Wentworth’s accredited bacca- 
laureate program in interior design is also 
seeking architects and interior designers to 
participate in end-of-semester student 
design reviews (adjunct teaching positions 
are also frequently available in studio and 
technical courses) — for details, call Herb 
Fremin at 617-989-405 1...Design profes- 
sionals sought for Boston Learning 
Society seminars in Needham; 781-453- 
9800... Teachers/Practitioners: the BAC 
is seeking instructors in the decorative 


arts, wood-frame construction, mechani- 
cal/electrical systems, materials, methods 
and contract documents, structures (many 
of these related to the A.R.E.); 617-536- 
317x258...The Boston Museum of 
Science seeks professionals to teach 
problem-solving, computer applications, 
interdisciplinary topics, and a variety of 
other courses; call 617-589-0364 (Brent 


Jackson). 


Publication 
Opportunities _S 


ArchitectureBoston, the BSA bimonthly 
magazine; for editorial and advertising 


requirements, call/write Pamela de 
Oliveira-Smith at 617-951-1433x240/ 
psmith@architects.org...Images of shingle- 
style homes are being solicited for a cof- 


fee-table book by E. Ashley Rooney to be 
published by Schiffer Publishing; BSA 
members are invited to submit 7-15 
images (300 dpi, or slides, transparencies) 
that show interiors and exteriors; include 
a project description, architect's bio, and a 


photo release. For more information, e- 
mail Rooney at earooney@ren.com; the 
deadline for submission is November 15... 
New England Home, a new magazine 
debuting in September, is seeking “elegant 
homes in New England” ready for publi- 
cation, either modern or traditional with 
“refined interiors"; write/call Louis Postel 
(dspost@aol.com!617-938-3991 x708).. 
North Shore BSA members’ story ideas 
are solicited by John Rockwell AIA, the 
Salem News architecture columnist; e-mail 


suggestions to johnrackwell@comcast.net... 
American Soul in Architecture is a book 
project currently underway that will sur- 
vey the work of African-American archi- 
tects in the late 20th century; the author, 
Louis Smith, is also writing a book on 
cultural influences that inform residential 
design and is interested in hearing from 
BSA members and others who may have 
projects to submit for possible publication 
in either of these nwo books; for details, 
write /bsmith @ascentdesignpc.com. 

Boston Globe architecture critic Robert 
Campbell FAIA is interested in hearing 
from BSA members about interesting new 
architecture, landscape, urban design, 
controversies and other news; write 
Campbell at camglobe@aol.com or 54 
Antrim St., Cambridge 02139-110. 
Banker & Tradesman architecture critic 
Jeff Stein AIA welcomes story ideas; write 
steinj @wit.edu...Banker & Tradesman is 
also seeking BSA members to write tech- 
nical, informational, trend and opinion 
articles for its monthly commercial sec- 
tion and its quarterly magazin 
“Structures”; call/write Tim DeFeo at 
781-641-177 1/simdefeo@yahoo.com: 
International practice is the focus of a 
new book now being prepared by Thomas 
Vonier FAIA for John Wiley & Sons; 


Vonier is seeking data on projects abroad 


designed by BSA member firms and oth- 
ers; for details, call/write Vonier at 202- 
387-7600/ 76646. 1 100@compuserve.com 
by 1/31...Seaside cottages and new 


American or traditional cabins architec- 


ture; examples sought for Rizzoli book; 
for details, write Linda Leigh Paul at 
media@ipns.com; Paul is also seeking 
information on single-family residential 
island architecture (privately owned and/ 
or remote and low density) in the U.S. of 
Canada for another book; e-mail her at 
media@ipns.com...BSA members who 


design homes are invited to submit 
designs for a book on “extraordinary 
homes” with a focus on built-in conve- 
niences; for details, write/call Carol 
Abrahamson (carol@stockdocs.com!928- 
284-5753 )...The Classicist, the journal 
of the Institute for the Study of Classical 
Architecture, is seeking papers and/or 
mples of work done in the Classical 
manner; 212-681-2761...BSA members’ 
“superb home or living community 
projects” unpublished and less than two 


years old are sought; send color photos, 
floor plans and a project description to 
Susan Barror, Editor, Hanley-Wood 
Publications, Suite 600, One Thomas 
Circle NW, Washington DC, 20005... 
Residential Architect magazine is secking 
BSA members’ residential design details 
for publication; call or write Shelley 
Hutchins (202-736-3407)...idioTEXT 
design journal invites BSA members to 


submit competition projects for public- 
ation; 617-482-6958 (Jordan Williams)... 
Places, the quarterly journal edited by 
Donlyn Lyndon, invites submissions of 
articles related to sustainable design; 
places-journal.org for details ...The 
Hardwood Manufacturers Associ; 
seeking professional photography 
showing the use of solid U.S. hardwoods 
in furniture, flooring, kitchen cabinets, 
or decorative woodworking to illustrate in 


ion is 


various publications the use of American 
hardwoods; telephone Susan Regan at 
412-829-0770. 


It's here ! 


FlatBlack has arrived; it is the new 
coffee café on the first floor of The 
Architects Building at 52 Broad Street 
in downtown Boston. 


FLATBLAC K 


COFFEE 


COMPANY” 
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More resources 
and opportunities 


The BSA/AIA is, 
among many other 
things, an information 
resource. The 

BSA maintains a 
website that includes 
information on awards, 
grants, scholarships, 
resources for career 
enrichment, continuing 
education, resources 
for your practice, 

and links to many 
publications. 


Visit architects.org, 
click on ‘Resources 
for architects’. ms 


People & Firms 


Daniel St. Clair AIA was included 
recently in the Boston Business Journal's 
shortlist of Boston leaders under the age 
of 40...Tom Keane, Hon. BSA is now a 
regular columnist (“Perspective”) for The 
Boston Globe Magazine... Winter Street 
Architects was the featured cover story in 
a recent issue of Commercial Builder! 
Architect... Wendy Prellwitz ALA's paint- 
ings were exhibited in The Sacramento 
Street Gallery in Cambridge during the 
last ewo months...Albert, Righter & 
Tittmann Architects has moved its offic- 
es to 8 Winter St. Boston 02108 (61 
451-5740)...Cannon Design's and Chan 
Krieger & Associates’ design of the 
Shapiro Cardiovascular Center at Brigham 
and Women's Hospital was featured 
recently in The Boston Globe...Flansburgh 
Associates reports that Christopher 


Brown has returned to the firm as an asso- 
ciate...Gensler reports that Mark Glasser 
AIA has joined the firm's Boston office as 
director of operations...Gund Partnership 
has announced the appointment of Meng 
Howe Lim AIA, LEED as an associate of 
the firm; Youngmin Jahan AIA led a 
workshop at the international SCUP con- 


ference in Washingron recently and a pre- 


conference tour of Denison University as 
part of the North Central Regional SCUP 
‘ast Boston town- 


Conference in Ohic 
house design by Craig L, Buttner, 
Architect was featured recently in The 
Boston Globe Magazine...Smook 
Architecture’s residential design work in 
Connecticut was featured in a recent issue 
of Beautiful Homes Magazine and a cu 
tom home in Rhode Island designed by 
the firm was recognized with a “Best New 
Home’ honor by Rhode Island Monthly 
.Spagnolo 


Magazine 


For a while, he was permitted to 
teach only bricklaying and carpentry. 
Soltan first came to the GSD in 1959 
as a visiting critic, at the invitation of 
then-Dean Josep Lluis Sert. Soltan 
was shortly thereafter named 


Associates reports that Steve 
Cunningham AIA and Peter Darby have 
joined the firm as project managers... 
Tappé Associates reports that Jeffrey 
Hoover AIA led a workshop on the 
changing approaches to library design as 
part of the Nelinet Library Management 
Series... Warren Freedenfeld AIA was the 
guest lecturer on animal hospital design at 
the South American Veterinary 
Conference in Rio de Janeiro... William 
Rawn Associates’ design of a new resi- 
dence hall at Swarthmore College was 
recently featured in The New York Times... 
Shepley Bulfinch Richardson and 
Abbott reports that Ken Grizzell, Larry 
Kain, and Keng Lui are now LEED- 
accredited; the firm's design of Raynor 


Library at Marquette is featured in the 
annual library supplement of the 
Chronicle of Higher Education; Bill Barry 
AIA was among those interviewed for 
Banker & Tradesman’s recent story on his- 
toric preservation efforts in the aftermath 
of Hurricane Katrina; Geoffrey Freeman 
AIA is the subject of an interview in 
Searcher: The Magazine for Database 
Professionals, Peter Nobile AIA, Tom 
Kearns AIA, and Malcolm Kent AIA led 
workshops/tours at the recent AIA New 
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MDS/Miller Dyer 

Spears has announced 
that Donna Harris AIA 
(above) has been named 
an associate of the firm 


Professor of Arciiieecnine and served England Conference in Concord; and in 

as chairman of the Department of October in Kansas City, Zibby Ericson Symmes Maini & 

Architecture from 1967 to 1974. FAIA participated in a Project McKee has announced 

Throughout his tenure at the GSD, Kalaidescope National Colloquiem on that Marie Fitzgerald 

Soltan was an enthusiastic advocate of translating how people learn into a road- IIDA (above) has been 
Jerzy Soltan the design philosophy of Le map for institutional transformation... recognized by Boston 


Women’s Business as 
one of the region's “Top 


; ey Corbusier, which he summarized as Symmes Maini & McKee's design of 
(excerpted from a GSD News report by 


Ken Gewertz) 


Jerzy Soltan, an architect and teacher 
who educated generations of students 
in the principles of modernist design, 
died at his Cambridge home in 
September at 92. Soltan, the Nelson 
Robinson Jr. Professor of Architecture 
and Urban Design Emeritus at the 
Graduate School of Design (GSD), 
was born in 1913 into an aristocratic 
Polish family in pre-Revolutionary 
Russian-occupied Latvia. He studied 
architecture at the Warsaw Technical 
Institute in Poland. It was there that 
he first became acquainted with the 
work of the great modernist designer 
Le Corbusier. Shortly after receiving 
his master's degree, however, he was 
drafted into the Polish army, captured 
by the Germans, and placed in 
German prison camp where he spent 
the remainder of the war. He oc- 
cupied his time corresponding with 
Le Corbusier and translating one of 
his books, When the war ended, 
Soltan went to Paris and worked for 
Le Corbusier's architecture firm, 
where he remained for five years. In 
1949, he returned to Poland, now 
under Communist leadership, to help 
with the rebuilding of the country. 
For more than 15 years, he held a 
professorship at the Academy of Fi 
Arts in Warsaw. However, his ties 
with modernism and with Le 
Corbusier made him unpopular with 
the school’s Communist leadership. 


“an architecture of imagination, 
metaphor, poetics.” Soltan was 
instrumental in persuading his former 
employer to accept a commission to 
design the Carpenter Center. Fluent 
in Latvian, Polish, Russian, French, 
Ialian, Spanish, and English, Soltan 
was able to serve as a guest critic and 
lecturer at universities all over the 
world. He also maintained an archi- 
tecture practice and pursued his own 
work as a visual artist and painter. 
The recipient of numerous awards 
and honors, Soltan was awarded the 
Topaz Medallion of Excellence in 
Architectural Education in 2002, 
presented jointly by the American 
Institute of Architects (ALA) and the 
Association of Collegiate Schools of 
Architecture (ACSA), In awarding the 
medallion, which was presented at a 
ceremony at the GSD, the jury called 
Soltan “the epitome of the inspira- 
tional educator, bringing boundless 
energy and architectural vision to 
generations of future practitioners.” 
Among Soltan’s former students are 
many prominent architects and de- 
signers as well as many influential 
figures in architec-tural education. 
“My students are all big shots in 
American architecture now,” Soltan 
remarked upon receiving the Topaz 
Medallion in 2002. “They are the 
ones who have pushed for this 
honor.” Soltan leaves a daughter, 

a son, and two grandchildren. 


Hudson High School was recognized as 
the national recipient of the 2005 Richard 
W. Riley Award of Excellence...JACA 
Architects reports that Stephen Moore 
has earned his LEED accreditation. 


New Work 


BPG/Bluestone Planning Group is cur- 
rently working on a downtown waterfront 
plan for the Plymouth Pilgrim District 
with Carlone & Associates and CDM, 
the Winchester Hospital campus expan- 
sion plan, the Scituate business districts 
nd harborfront plan, the Cambridge 


Alewife transit-oriented development mas- 
terplan, a marina village masterplan for 
Yarmouth, the Route 28 corridor master- 


plan for Wareham, an industrial site reuse 


plan in the Blackstone Valley Corridor, 
and a reuse plan for the Wilber School 
site in Sharon... Teamed with Rafael 
Vifoly Architects, Cannon Design is 
designing a new surgical building for 
University of Chicago Hospitals...Ganek 
Baer Architects is designing the renova- 
tions of the Church of the Immaculate 


Conception in Fitchburg and a new well- 
ness center for Pine Hill Estates... Tappé 
Associates is designing the reuse of the 
Prospect Hill Academy Charter School in 
Medford...ARC/Architectural Resources 
Cambridge has completed design of a 
new science building for Genzyme in 
Framingham. 


10 Architects and Interior 


Designers” 


R. W. Sullivan, Ine. 
reports that Baoquy 
(Quy) Vu P. E. (above) 
has joined the firm as an 


HVAC project engineer 


Katherine Molyson 
Miller Assoc. AIA 


(above) has been named 
an associate project 
manager with Jones 
Lang Lasalle 


Corporate Affiliate 
News 


Building Materials Resource Center 
(BMRC) and Boston Building Materials 
Co-op (BBMC) report that Deb Beatty 
Mel has been named assistant director of 
BMRC and communications director of 
BBMC...Consigli Construction Co. has 
completed the renovation and addition of 
Wellesley College's Weaver House, the 
new home of the admissions office...C. E. 
Floyd Co. has been recognized for its 
work on the Elizabeth B. Hall Chapel at 
Concord Academy with an AGC Build 
New England Award and an AGC Build 
America Award; SBRA was the architec 
Lee Kennedy Co.'s recent and current 
work includes renovation of Saint 
Clement's Hall at Boston College with 
Einhorn Yaffee Prescott, tenant fit-out for 
Investors Bank & Trust in the Prudential 
Center in Boston with Bargmann Hendrie 
+ Archetype, a new trading area for 
Jonestrading Institutional Services in 
Boston with Dyer/Brown, and tenant fit- 
out for Arbella Insurance Group in 
Boston with Cubellis Associ: project 
manager Nancy Notarangelo, superinten- 
dent Chick Milton, assistant superinten- 
dent Jeremy McClelland, and administra- 
tive assistant Sharylin Richardson have 
Engineers Design 
Group's recent and current work includes 
the Dartmouth (MA) Police Station with 
Dyer/Brown, Lincoln Plaza and SOHA 
Lofts in Boston with Brian Healy 
Architects, the Special Olympics HQ in 
Marlborough with DiGiorgio Associates, 
Tockwotton Senior Housing in East 
Providence with DiMella Shaffer, The 
Kendall Hotel addition in Cambridge 
with Gerald Fandetti Architects, the One 
Ledgemont Center additions in Lexington 
with Jung/Brannen and, with ADD Ine, 
the Overlook Ridge condos and garages, 
the New Balance outlet in Oxford ME, 
and the Perkin Elmer building in 
Boston...Commodore Builders’ recent 
and current work includes office reno 
tions in Tower 4 at Copley Place for the 
Bostonian Group with McMahon 
Architects and Vanderweil Engineering 
and, with Sasaki Associates, the renova- 
tion of Design Continuum’s corporate 
HQ in Newron...Advanced Signing is 
currently working on design/build proj- 
ects that include exterior and interior sign 
standards for Cargo Ventures in East 


joined the company 


Payton Construction Corp. reports that (above, left to right) Jerry Costa has 
joined the company as vice-president of estimating, Erin DeBruyn has joined the 
company as a project executive, and Kevin Daly has been promoted to project 
executive...photos by Patricia Kelliher 


Boston, an exterior and interior sign pro- 
gram for Boston IVF's new offices, interi- 
or standards and campus wayfinding for 
Thayer Academy with Jeremiah Eck 
Architects, interior and exterior signage 


for Essex River Ventures, exterior and 
interior signage for 101 Endicott Street, 
and an interior sign program for Choate, 
Hall & Stewart's new offices with CBT... 
Bond Brothers’ recent and current work 
includes renovations at Raytheon's 


Tewksbury and Woburn campuses, mater- 
nity and operating rooms at Cambridge 
Hospital with 
Quisset campus redevelopment (two labs 
and a chiller plant) at Woods Hole with 
Ellenzweig Associates, an academic build- 
ing for the British School of Boston at 
Showa Institute with Miller Dyer Spears, 
and a new residence hall for the 
Wentworth Institute of Technology w 
Perkins + Will...Carol R. Johnson 
Associates’ is 
working with The 
Design Partnership 


Warner + Associates, 


Want ‘Fame’? 


of Cambridge on 


site design associa 
ed with the renova- 
tion of the 
Manchester Middle School in 
Connecticut, consulting to the G 


to 

provide concept design for the plaza and 

landscaping for the U.S. Customhouse in 
ping 


Chicago, working with Bergmeyer 


Associates to create a campus gateway for 
pedestrians and vehicles at Salem State 

Colle: 
Rich Construction on the design and con- 


“s north campus, working with 


struction of a community park on the 
banks of West Beaver Creek in Tennessee, 
consulting to the Cherokee Nation and 
working with Proctor Hodge to redevelop 
the tourism core of Cherokee NC, work- 
ing with Cannon & Cannon on the 
design and construction planning of sev- 
eral mixed-use developments in the 
Knoxville area (including Northshore 
Town Center, The Village at Northshore, 
and McMillan Ridge), and providing con- 
sulting services to the Town of Nags Head 
NC as it prepares to design and build a 
municipal cemetery...A.J. Martini, Inc. is 
working with the Grassi Design Group on 
tenant interiors for The Carr Foundation 
in Cambridge...Copley Wolff Design 
Group principal Lynn Wolff was featured 


in “The Top 10” list section in a recent 
issue of Women’ Business...Geller DeVellis 
is providing site-design services for a new 
residence hall at the University of 
Massachusetts/ 
Amherst with 


recent and cur- 
rent work 
includes multi- 
ple tenant fit- 
outs at 
Stonybrook 
Office Park in 
Waltham with 
LaFreniere/ 
Takamoto 
Architecture/ 
Planning/ 


To submit news for inclusion in 
‘Fame’, go to architects.org/submission. 


Design and the fit-our for Starbuck's new 
regional HQ in Newton with Cubellis 
Associates...Judith Nitsch Engineering is 
providing civil engineering and sustain- 


able design services for the development 
of a long-term masterplan for Princeton 
University as part of a team headed by 
Beyer Blinder Belle Architects & Planners; 
the firm was featured in the 9/05 issue of 
Development New York; CAD technicians 
Jessica Williamson and Paul Roy were 
honored for their entries in the recent 
MALSCE Plan Contest...Midland 
Construction Corp.'s recent and current 
work includes a build-out project for EZE 
Castle in Boston with Visnick & 
Caulfield, a lobby renovation project for 
Lincoln Property Co. in Boston with 
Campbell Tac 
area upgrades for Rose Associates in 


ct Architects, common- 


Boston with Nelson, tenant-improve- 
ments for Thomson West in Boston with 
Spaulding Tougias 
Architects, and 


Whippoorwill 
Crafts in Boston 
with Kunz 
Associates...Payton 
Construction Corp.'s recent and current 
work includes demolition and fit-out for 
Boston Financial Data Center in Canton 
with Elkus/Manfredi, tenant improve- 
ments for Kopelman and Paige in Boston 
with Malcolm A. Blier Architecture & 
ions with Fishbrook 


Planning, renov: 
Design Studio for Group Business 
Improvements in Boston, and tenant fit- 
up for Ercolini & Co. in Boston with 
Cubellis Associates...R. W. Sullivan 
Engineering's recent and current work 
includes Brigham & Women’s Hospital's 
Thorne 16 Animal Suite with Tsoi/Kobus, 
Beth Israel Deaconess Medical Center 
West patient rooms with JACA and POD 
9D ICU with Cannon Design, Harvard 
University’s Sherman Fairchild Strominger 
Lab with Hecht and Associates, the New 
Bedford Whaling Museum's Bourne 
Building with Solomon and Bauer, the 
Linden Ponds parking deck with Steffian 
Bradley Architects, the Porter 
Exchange Building with DiMella $ 
the Fox School in Haverhill with Pilling 
and Smith, Pointe Pleasant NJ Buildings 
24 with Minno and Wasko, Avalon @ 
Inwood and Avalon @ Faxon West with 
Niles Bolton Associates, Canal Place with 
ICON architecture, a Baskin Robbins 
prototype with Prellwitz Chilinski, the 
Congress high-rises with Hacin + 
Associates, the Locust Street Lofts in 
Haverhill with The Architectural Team, 
the Elmhurst Nursing Home with Heym, 
Dowds, and Neeman, Brigham & 
Women's Chempak storage, the Dana 
Farber Cancer Institute with Zimmer 
Gunsul Frasca, Bacus Hospital FMP & 
LINAC with Payette, the Brown 
University biomedical complex with Tsoi/ 
Kobus, the Lancaster MYSA site power 
plant with Gale Associates, One Boston 
Place with DiMella Shaffer, Westerly 
Public Library with Tappé Associates, the 
33 Oak Can evaluation with Renco, the 
900 Munroe development, Harbor Hills, 


= 
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McMahon Architects 
has named Gerry Vann 
(above) the firm's 
director of business 
management 


Geller DeVellis has 
announced that 
Jonathan Charwick 

has joined the firm as a 
landscape architect and 
(below, top to bottom) 
Gautam Sundaram 

has been promoted to 
associate and Martin 
Roura, Jeff Thoma RLA, 
and David Nardone RLA 
have been named senior 
associates...photos by 
FayFoto 


Spring Hill senior campus, and Point BSA| Dec 2005 18 
Pleasant NJ Building 5 with Minno & 

Waasko and the 695 Atlantic Avenue 

zement office with Spaulding & Slye 

Colliers...Souza, True and Partners is 

currently designing an addition to 


man. 


Lawrence Academy in Groton with 
Mount Vernon Group, Newport Heights 
Phase IV in Rhode Island with ICON 
architecture and, with Architerra, the 
Stonyfield Farm HQ in New Hampshire 
and the Nasami Farm and Visitors Center 
in Whately, the Center-Wise 
retail/housing project in Jamaica Plain 
with Gail Sullivan Associates, Stop & 


amartine 


Shop's supermarkets in Connecticut with 
Peterson/Griffin, and Lasell Village at 
Lasell College in Newton with Steffian 
Bradley Architects...The Green 
Engineer's Chris Schaffner PE., LEED 
has worked for the past two years as part 


Einhorn Yatfee Prescott is currently performing a feasibility study of possible uses for and modifi- 
cations of Pomerene Hall at Ohio State and has completed the restoration and renovation of Holder 
Hall (above) at Princeton...photo by Chun Y. Lai Photography 


of the U.S, Green Building Council team 
developing the latest update of the LEED- 
NC rating system, soon to be published; 
the firm also is working with Maryann 
Thompson Architects on the Atrium 
School in Waltham... Vanasse Hangen 
Brustlin has been honored as one of the 
“Best Civil Engineering Firms To Work 
For” in the nation by CE News Magazine; 
the firm was ranked second among the 
Wise 

ent and current 


top 50 firms recognized 
Construction Corp.'s re: 
work includes build-out of the new cor- 


porate offices for the New England 
Aquarium with McManus Peterman 
Architects, renovation of the corporate 


Bond Brothers has completed work on the Moakley Imaging Center (above) at Caritas Good 


Samaritan Medical Center in Brockton with LPS Design..photo by Chris Johnson Photography offices of the Executive Office of 


Environmental Affairs in Boston with 
Fuller Associates, renovation of the dean's 
office at the Graduate School of 
Education at Harvard, office build-out for 
the DuBois Institute in Cambridge with 


Utile Inc., HQ renovations for the 
StrideRite Corp. in Lexington with Elkus/ 
Manfredi, a parking garage renovation for 
Reebok in Canton, nwo renovation proj- BSA President 
ects at the Mugar Life Sciences Building 
: : + George Metzger AIA 
at Northeastern, base-building renovations 
at 251 Causeway Street in Boston with and the BSA board 
Fuller Associates, build-out for EMC of directors are 
Corp. at 150 Cambridge Park Drive with privileged to welcome 
Bryer Architects, and the first phase of a new Corporate 
lab renovation for the Department of Affiliate members 
Civil and Environmental Engineering at StructureTone 
Erland Construction has completed renovations of the Danforth Gym at the Brooks School in North MIT with Ganister Fields Architects...Jon (construction 
Andover and the student cottages (above) on the Northfield Mount Herman School in Gill MA. Roll & Associates is currently designing ua 
hoto by Gi Sh are management) and 
photo by Gregg Shuppe signage and wayfinding programs for the d oH 
ee bs cy eer MicroCAD Training 
Museum of Fine Arts expansion for CBT, 4 
the Johns Hopkins University Campus for & Consulting 
SBRA, the Arnold Arboretum with Carol (Autodesk reseller 
R. Johnson Associates, the John Adams and Authorized 
Courthouse for CBT, the iams Training Center). For 
College and Strathmore Performing Arts details on Corporate 
Centers for William Rawn Associates and Affilitate membership, 
the Harvard Business School Baker visit architects.org/ 


Library Expansion for Robert A.M. Stern membership or write/ 


Associates...Acentech Enc., working with 
Farewell Mills Gatsch, provided acoustical call Penny Mitchell at 
consulting services, including architectural the BSA (pmitchell@ 
acoustics, alv systems, and mechanical architects. org/617- 


systems noise and vibration control for 951-1433x228) 
the Essex County Courthouse in New 
Jersey, which has been recognized with a 


McMahon Architects is designing Arnold Worldwide offices in New York City, Washington DC, and 
St. Louis and has completed design of the lobby (above) of the client's corporate headquarters in 
Boston...photo by Damianos Photography 


“Best Rehabilitation and Restoration 
2005” award by New York Construction. 
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Advanced to Emeritus 


Leo F McCormack AIA 
Leo McCormack AIA, Architect 


New AIA Members 


Ana M. Gordan AIA 
Shepley Bulfinch Richardson and 
Abbott 
Douglas J. Goddard AIA 
Gensler 
Bryan J. Irwin AIA 
sociates 
*Laurence M. Malsky AIA 
The Stubbins Associates 
Michael S. Quinlan AIA 
TRO/The Ritchie Organization 
Douglas A. Sacra AIA 
HMFH Architects 
Stephen D. Shay AIA 
Submittal Resources 
Li-Hang Wang AIA 
ADD Inc 
*Michael J. Worthley AIA 
Cudler Associates 


Advanced to AIA 


Berton B. Bremer AIA 
Cambridge Seven Associates 


*Central Massachusetts AIA Chapter 


The BSA 


George Metzger AIA, President 
Jane Weinzapfel FAIA, Vice-President 
James Dunn, CPA, Assoc. AIA, Treasurer 
Deborah Fennick AIA, Secretary 


Richard Fitzgerald, Editor 
Mark Ruckman, Associate Editor 
Jonathan Akland AIGA, Graphic Designer 
Andrew Baldwin, Production Assistant 


BSA staff, services, and programs 
617-951-1433 * 800-662-1235 
(to skip the message, select an extension) 


221 Architects referrals services 

221 Events/meetings/services/ programs 
221 Documents and publications 

232 Build Boston 

240. ArchitectureBoston 

301 Advertising/sponsorship opportunities 
232. Partnering/management service 
304 Accounts-receivable service 

240. Classified and other listing services 
222 ChapterLetter advertising inserts 
228 Membership/dues/continuing ed 
5 Accounting 


221 Erika St. Peter 

229 Mark Ruckman 

240 Pamela de Oliveira-Smith 
223 Kevin Neary 

228 Penny Mitchell, Hon. BSA 
234 Kate Miller 

236 Li Lam 

225 Alexandra Lee, Hon. BSA 
227 Nancy Jenner 

Richard Fitzgerald 

Ben Cohen 

242 Andrew Baldwin 

222 Jonathan Akland 


Staff e-mail: firstinitiallastname@architects.org 


New Associate AIA 
Members 


Sameer Balvally, Associate AIA 
Texas A&M University graduate 

Patricia A. Chaput, Associate AIA 
BAC graduate 

Dennis Morelli, Associate 


IA 
Roger Williams University graduate 
Chris J. Muskopf, Associate AIA 
MIT graduate 
David L. Eccleston, Associate AIA 
SAVOIE Architecture 
David M. Schweim, Associate AIA 
Carte 


Burgess 


Leaving Boston 


Douglas J. Strout AIA 
(to California) 


New Corporate 
Affiliates 


Structure Tone, Inc. (construction 
management) 

MicroCAD Training & Consulting 
(Autodesk reseller and Authorized 


Training Center) 


The ChapterLetter 


The BSA ChapterLetter is published mon- 
thly by the Boston Society of Architects, 

52 Broad Street, Boston 02109-4301. 

The ChapterLetter is a service provided 

by AIA members in Massachusetts to the 
profession, the public, and everyone else 
with a sense of humor or an interest in 21st- 
century America. For subscription infor- 
mation, write/call pmitchell@architects.org/ 
617-951-1433x228. 


BSA 


Letters to the editor, suggestions, criticism, 
encouragement, and manifestations of the 
light touch are welcome, Material intended 
for publication must reach the BSA by noon 
on the deadline dates listed on page 1. 


For complete submission specifications 
and deadlines, visit architects.org/ 
publications (click on “ChapterLeteer’). 
‘Appropriate submissions are edited and 
published as space. temperament, and 
prejudices permit. 


The BSA is a non-profit, membership 
service organization and has been an 
advocate of architectural excellence and 
public awareness of architecture since 1867. 
Membership in the BSA is open to every 
breathing soul on the planet. 


architects.org 
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Affiliates 


Richard N. F 
Cole and ¢ 
Planners 

John Skinner 
AES 

Eric Scott Smith 
Eric Scott Smith Photography 


yberger 
ette Architects and 


New Subscribers 


Randi Bale 
David Sullivan, Jr., CPA 


New Student Affiliates 


Boston Architectural Center 
Jennifer Blake 

Aileen Du 

Amy Heimberger 

Kyla Hygysician 


Eric M. Kostegan Imminent BSA 
Karen A. Marshman deadlines 
Andrew Monaghan 

Jon Neal January 1 


Deadline for story- 
proposals for 
ArchitectureBoston 


Dyah Poerwitasari 
Stacy Rolfe 
Mare Steinhagen 


Ross Vautour (see p. 8) 

Lincoln-Sudbury Regional High School January 2 

Kate E. Sherrer Application deadline 
for the Rotch 


New School of Architecture and Design 


Travelling Scholarship 
(rotchscholarship.org); 
see p.5 


ChapterLetter 

deadlines are listed 
To join your friends and colleagues in onp.1 
Membership News, visit architects.org/ * 
membership or call the BSA at 617- 
951-1433x221. Call the same number 
for information on subscriptions to this 
newsletter, AIA Documents, the BSA 
credit union, ArchitectureBoston (the 
BSA’s bimonthly magazine), Currents (the 
weekly e-newsletter), gift memberships, 
Build Boston workshops and exhibits, 
special publications on project 
management and everything else, 
classified ads, job-placement services, 
and a trunkful of other things. 


For details on any 

of these deadlines, 
visit architects.org 
(click on ‘News & 
events’)...or call/write 
617-951-1433x221/ 
bsa@architects.org 


Monday 


All meetings are held in 
The Architects Building 
52 Broad St., Boston 
unless otherwise noted 
on this calendar 


Find your way online 
You can search for your 
next committee meeting, 


the latest news, and 
Fame on the BSA’s 
award-winning website: 
architects.org 


Noon 
*Indoor Air Quality Cre 


6:00 pm 


International Cre 


Edison’ incandescent light 
bulb is 126 


Tuesday 


Wednesday 


KS and CEUs 


BSA committee/network meetings and 
other events provide all architects, 
members and nonmembers, with 
Massachusetts continuing education 


credits required for licensure; 
AIA members also receive AIA Learning Units. 


All members and nonmembers are welcome 
at all BSA meetings and other events. 


5:30 pm 

AIA Massachusetts Annual 
Meeting 

7:00 pm 

ArchFest Planning Cte 


The Washington Monument 
is 121 


13 

8:30 am 

Legislative Affairs Cre 
Noon 

“Finance Wizards (see p. 4) 
6:00 pm 

ception for Foreign 
Architects (see p. 3) 


20 


8:00 am 
Residential Design Cte 
(see p. 3) 


9:30 am 

Educational Facilities Cre 
(HMFH, 130 Bishop 
Allen Dr., Cambridge) 


Noon 

"Interfaith Forum on 
Religion, Art and 
Architecture/IFRAA 


7 

8:30 am 

VectorWorks Users Group 
Noon 

*Membership Cre 

5:00 pm 

BSA Exhibit Reception 


(see p. 5) 


14 


8:00 am 
Cte on the Environment 


Noon 
“IT Wizards 


6:00 pm 

BSA Lecture Series with 
Michael Crosbie RA 
(see p. 1) 


s Group 
OC. 
ambridge) 


(Bereznicki 
9 Wendell St., 


21 


8:30 am 
Codes Cte 


5:15 pm 
Healthcare Facilities Cre 


Feast Day of St. Thomas, 
Patron Saint of Architects 


Thursday 


1 
8:00 am 


ArchitectureBoston 
editorial board 


Noon 

*Design Library Wizards 
4:00 pm 

Executive Cre 

5:30 pm 

Annual Board Meeting 
6:00 pm 

Alien Architects Roundtable 


Rosa Parks’ act of courage 
is 50 


8:00 am 
Historic Resources Cte 


Noon 
*Office Administration/ 
HR Wizards 


15 
6:00 pm 


Boston Gay and Lesbian 
Architects and Designers/ 
BGLAD 


6:00 pm 
Black Architects Forum 
(eelaj@aol.com for venue) 


The Boston Tea Party is 232 
22 

5:30 pm 

Urban Design Cre 

(C7A, 1050 Mass Ave., 
Cambridge) 

6:00 pm 

Small Firms Holiday Party 
(see p. 2) 


Friday 


2 


* Lunch Meetings! 


RSVP by 9:30 am 
on the day of the meeting 


to reserve lunch: 

617-951-1433x221 

800-662-1235x221 
bsa@architects.org 
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The U.S. Capitol Dome 
is 142 


The U.S. EPA is 35 
9 
8:00 am 


Construction 
Administration Roundtable 
(see p. 3) 


16 


8:30 am 
Housing Cte (see p. 4) 


Beethoven is 235 


Ralph Adams Cram is 142 


23 


"asteur is 183 


